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LIMITED OFFICIAL USE STATE 143981 

E.O. 11652: N/A 
TAGS: EFIS. XP, IA 

SUBJECT: FISHERIES: 1973 VIOLATIONS INPFC 
REF: A. STATE 136205; B. TOKYO 9219 

1. WOULD APPRECIATE STATUS REPORT ON DISPOSITION THREE 
GILLNETTERS SEIZED IN 1973. 

2. CUSTODY OF ASO MARU TRANSFERRED TO JFA PATROL VESSEL 
JULY 18. ASO MARU HOLDS TO BE SEALED AND VESSEL DIRECTED 
TO BE RETURNED TO JAPAN. IN VIEW INABILITY OF US 
OFFICIALS TO MAKE DETAILED INSPECTION OF CATCH REQUEST 
DISCREET FOLLOW UP OF DISPOSITION THIS CASE UPON ARRIVAL 
IN JAPAN INCLUDING INFORMATION, IF POSSIBLE, ON COMPOSI- 
TION OF CATCH ESPECIALLY SALMON AND HALIBUT. RUSH 
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